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Annual  Report  of  the  Medical  Officer  of  Health 
for  1  950  (Circular  No.  2/50  England) 


Apart  from  an  outbreak  of  Scarlet  Fever  at  the  end  of 
the  year  the  health  of  the  District  has  remained  good. 

Tuberculosis  Clinic . 

This  is  open  one  day  a  week  at  Wolverton,  where  the  County 
Tuberculosis  Officer  attends. 

Screenings  and  X-Ray  photographs  of  the  chest  can  be  done 

here. 


Dental  Treatment  ) 

Mental  Health  )  County  Council. 

Care  of  Expectant  Mothers  ) 
and  youqg  children  ) 


Disinfection . 


The  disinfection  of  clothing  and  bedding  is  carried  out5 
concurrent  and  terminal  disinfection  is  also  carried  out  by 
means  of  gaseous  and  liquid  disinfectants  in  houses  where 
infectious  disease  is  notified. 


Prevention  of  Damage  by  Pests  Act,  1949 • 

Rodent  Control  -  This  work  during  the  first  half  of  the 
year  was  carried  out  by  the  North  Bucks  Joint  Rodent  Committee, 
but  since  July  last  the  work  has  been  carried  out  by  a  Rodent 
Operator  appointed  by  this  Council. 


A  survey  of  the 
following  statistics 
these  pests. 


whole  district  has  been  made,  and  the 
shew  the  measures  of  control  regarding 


ype  of 

No.  of 

No.  of 

Number  of  treatments 

roperty 

Properties 

Inspections 

carried  out 

Inspected. 

made . 

Rats 

Mice  only 

ocal  Authority’ s 

roperty 

500 

580 

52 

'welling  Houses 

3906 

4179 

93  1 

1  2 

usiness  Premises 

"  356 

3S2" 

1 

gricuitural  Property 

— 

- 

— 

— 

4750 

51 41 

153 

13 

Shops . 


Section  1 0  of  the  Shops  Act*  1934?  is  strictly  enforced 
in  this  district . 

Swimming  Baths  and  Pools . 

The  Council’s  bathing  places  onthe  River  Ouse  have  not 
been  officially  re-opened,  and  warnings  are  exhibited  that 
persons  using  these  bathing  places  do  so  at  their  own  risk. 


Eradication  of  Bed  Bugs . 


Infested  Disinfested. 


Council  Houses  Hil  Nil 

Other  Houses.  6  6 

The  treatment  consisted  of  spraying  with  Zaldecide. 


Premises  and  Occupations  controlled  by  Byel aws  and  Regulations. 

The  sanitary  condition  of  the  conveniences  attached  to  the 
three  cinemas  in  this  district  is  satisfactory, 

AH  the  streets  under  the  Council’s  control  are  regularly 
cleansed,  andty  arrangements  with  the  Council  Council  the 
County  roads  in  the  built-up  portion  of  the  district  and  also 
the  County  roads  linking  up  the  three  twonships,  are  scavenged 
by  the  Council. 


Housing . 


The  number  of  houses  completed  during  the  year  were  26, 
all  on  the  Council's  Housing  Estates.  There  was  also  houses 
under  construction  on  31st  December,  and  during  1951  it  is 
expected  that  the  Debbs  Barn  Estate  will  be  completed.  This 
Estate  allows  for  the  erection  of  71  dwellings.  Plans  have  been 
prepared  for  the  development  of  Stacey  Hill  Estate. 

Population. 

The  Total  population  of  the  District  is:-  (Registrar 
General’ s  Return).  13,480  (0-4  years  i  1  03  • 

(5  -  14  years  1792. 


Water  Hpnply . 

(1)  (a)  The  water  supply  is  distributed  over  the  major  part 
of  the  district  by  the  Council.  Hew  Bradwell  and  Ho Ivor ton 
received  a  supply  from  the  British  Railways  Pumping  Station; 

Stony  Stratford  from  the  Council’s  own  pumping  station,  augumented 
by  a  supply  from  the  Bucks  hater  Board,  and  some  parts  of 
Calverton  received  a  supply  from  the  Bucks  Smallholdings  Committee. 
Semples  taken  during  the  year  indicate  that  the  quality  of  the 
water  has  been  in  all  respects  satisfactory,  with  the  exception 


of  a  few  days  during  July  when  the  Chlorinating  plant  developed 
a  faulty  which  was  corrected,  as  shewn  on  water  Analysis  Return, 
Page  No.  4* 

(b)  The  water  supply  has  been  sufficient  in  quantity. 

(ii)  Bacteriological  Examinations. 

Lab.  Ref.  No.  288. 

Nature  of  Sample  "later  from  Council  Depot,  Church  Street,  Wolverton 
Date  and  hour  of  collection  27  •  3*  50.  10-45  a.m. 

4 

Date  and  hour  of  arrival  27.  3.  50. 

% 

Date  and  hour  of  examination  27*  3.  50. 

Probable  number  of  Coliform  Bacilli,  MacConkey,  2  days  37 °0  = 

0/100  c.c. 

Probable  number  of  Faecal  coli,  MacConkey,  2  days,  44°C  =  0/1  00  c.c. 
Very  Satisfactory. 

Lab.  Ref.  No.  290. 

Nature  of  Sample  Water  from  9,  Market  Square,  Stony  Stratford. 


Date 

and 

hour- 

of 

collect  ion 

27.  3.  50. 

Date 

and 

hour 

of 

arrival 

27  -  3  .  50. 

Date 

and 

hour 

of 

examination 

27.  3.  50. 

Probable  number  of  Coliform  Bacilli,  MacConkey,  2  days  37°  0.  = 

0/100  c.c. 

Probable  number  of  Faecal  coli,  MacConkey,  2  days,  44°C .  =  0/100  c. 
Very  Satisfactory. 


Very  Satisfactory. 
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6. 


Chemical  Analysis . 

(a)  Sample  of  water  from  U.  D.  C.  supply,  Calverton  Road 
Pump ing  St at ion . 


P  nr t  s  per  1 00  $  000 


Total  Solid  Residue  .  68.80 

Oxygen  absorbed  from  acid  -  . 

permanganate  in  4  hours  at  30°F .  0.031 

Combined  Chlorine . . . *.  2.90 

0-  ual  to  Sodium -chloride .  4*78 

Nitric  Nitrogen  . . , .  0.95 

Nitrous  Nitrogen  .  absent 

Free  and  saline  Ammo ni a .  0 . 001  4 

Albuminoid  ammonia . . .  0.0035 

Calcium  salts,  (as  CaO) .  24*20 

Magnesium  salts  (  as  MgO) . .  1  .  58 

Sulphates  (as  SO3) . 12.62 

Alkalinity  (as  CaC03) . 26.50 


Total  Hardness .  26.3° 

Lead,  copper  .and  zinc . .  absent 

Odour . none 

Deposit . none 

pH .  7*3 


This  is  a  hard  supply,  but  is  otherwise  satisf  ctory. 
(b)  Sample  of  water  from  Blue  Bridge  Pumping  Station. 


V 


U  o 


ic  er  1  00 , 000 


Total  Solid  Residue . . .  78. 80 

Oxygen  absorbed  from  acid 

permanganate  in  4  hours  at  80°  F .  0,026 

Combined  Chlorine.  . . * .  3. 80 

equal  to  Sodium  chloride .  6.26 

Nitric  Nitrogen . O.34 

Nitrous  Nitrogen .  absent 

Free  ~n d  3 al inc  Ammon i a .  0 , 0480 

Albuminoid  Ammonia . . . .  0.0042 

Calcium  salts  (as  CaO) . 24.60 

Magnesium  salts  (  asMgO  ) .  1.80 

Sulphates  (as  cO^) .  18.93 

Alkalinity  (as  CaC03) .  26.00 

Total  Hardness .  29.0°  Clarks  Scale 

Lead,  cop  er,  and  zinc .  absent 

Odour . none 

Demo  sit . none 

PH .  7.5 


This  is  a  hard  supply,  but  it  is  otherwise  satisfactory. 


7. 


I nspection  and  Super v i sion  of  Food . 


Milk  Sup  jly. 


Regular  checks  on  the  sale  of  milk  were  taken  throughout 
the  year,  Samples  were  taken  from  wholesale  purveyors,  retail 
purveyors  and  in  schools,  235  samples  were  submitted  for 


Samples  from 
Retail  purveyors 


No .  of 
Sample; 

235 


;e -t  .v 

;ith  results 

as  follows 

Good 

Moderate 

5  Poor. 

166 

37 

32 

Meat  uv1  ^'her  Foods. 

The  Public  Health  (Meat)  Regulations,  1924?  the  Ice  Cream 
(Heat  Treatment)  Regulations,  1947 and  1948?  together  with  the 
Shop  Act,  and  Byelaws,  enable  a  reasonably  good  standard  to  be 
maintained  with  the  production  and  distribution  of  food* 

All  restaurant  kitchens  have  been  regularly  inspected  and 
have  been  found  quite  satisfactory. 

No  items  of  food  have  been  seized,  but  the  following  have 
been  voluntarily  surrendered  and  destroyed. 

Tinned  Milk  191  tins 


i» 

Sauces 

4 

it 

a 

Meat 

1  27 

ii 

;» 

Fruit 

64 

if 

tt 

Pickles 

115 

St 

it 

Tomatoes 

133 

n 

ii 

Peas 

61 

it 

n 

Beans 

30 

tt 

ii 

Carrots 

27 

tt 

if 

Fish 

1  28 

tt 

if 

J  am 

13 

tt 

ii 

Beetroot 

26 

it 

if 

St  ew 

10 

u 

i» 

Soup 

6 

ii 

if 

Mustard 

1  2 

it 

if 

Ham 

1 

it 

ft 

Jellied  Veal 

1 

it 

949  tins 


o 


'J . 


Other  Commodities . 

Fish 

Sausage 

Chocolate 

Fish  Oakes 

Semolina 

Liver 

Mincemeat 


347 

lbs  . 

284 

it 

1  2 

lbs 

2  0  z  s  . 

36 

;t 

3 

t» 

40 

tt 

1 

u 

1  r<a 

12 

lbs. 

2  ozs . 

Condemned  and  Returned  to  "Wholesaler  - 

Cheese 
Egg  Ponder 
Bacon 


Ice  Cream. 


38  lbs. 
28  lbs . 
1  9 Jibs . 

85jlbs . 


The  Manufacture  and  sale  of  ice-cream  has  bv.cn  most 


stringently  observed  during  the 
for  examination  by  the  methylene 


year,  and  samples  were  taken 
blue  test.  These  gave  result 


indie  following  g 


Or 


In  the  case 
made  with  a  view 
condit ion  of  the 


rades:  - 

90  sarnies. 

72  « 

26  " 

6  " 

of  the  6  samples  in  Grade  4?  enquiries  were 
to  locating  the  cause  of  the  unsatisfactory 
sample,  and  preventing  a  recurrence. 


ade  1 

“  2 
a  g 

"  4 


Gr.ro  as  os  Inspected  and  Condemned. 


Food  Poisoning  Outbreaks . 


1950  Food  P  0 i  s  oning  Out  br  e  alls  . 


Period 

1 st  Quarter 

2nd  Quarter 

3rd  Quarter 

4th  Quarter 

No.  of  out" 
breaks 

NIL 

NIL 

NIL 

..  ..  - — —  i 

NIL 

No.  of  cases 

NIL 

NIL 

NIL 

NIL 

No.  of  deaths 

NIL 

NIL 

NIL 

NIL 

Infectious  Diseases. 


As  previously  mentioned  the  number 
notified  was  very  small,  96  as  compared 
1  949. 


of  cases 
with  332  in 


This  is  accounted  for  by  tie  fact  that  Chicken 
Pox  ceased  to  be-  a  notifiable  disease  after  9th  July, 
1949?  and  the  number  of  Scarlet  Fever  cases  was  22  as 
compared  with  65  in  1949. 


There  were  also  far  fewer  cases  of  Me  as; 


and 


Yl loop: 


no1 

.  j-j-o 


Cough. 


ho  case  of  Puerperal  Pyrexia  nor  Ophthalmia 
N  e  o  n  a t  o  r  urn  1 7  a  s  nc  t  i  f  i  c  d . 


DOUGLAS  Y.  A.  BULL ,  M.  D. 

Medical  Officer  of  Health 
Solver  ton  Urban  District  Council. 


31st  May,  1951 


